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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS: 4435. 1967 

Indian Standard 

SPECIFICATION FOR 
TROLLEYS, SOILED LINEN 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institution 
on 1 1 December 1967, after the draft finalized by the Hospital Equipment 
Sectional Committee had been approved by the Consumer Products Divi- 
sion Council. 

0.2 The formulation of Indian Standards on hospital equipment has been 
taken up at the instance of the Advisory Committee for the Development 
of Surgical Instruments, Equipment and Appliances ( Government of 
India ). 

0.3 This standard is one of a series of Indian Standards on hospital 
furniture. Other standards in this series are: 

IS : 4033- General requirements for hospital furniture ( under 

preparation ) 

IS : 4034- Specification for castors for hospital equipment 

( under preparation ) 

IS : 4035-1967 Specification for trolleys, stretcher 

IS : 4036-1967 Specification for trolleys, patient 

IS : 4037-1967 Specification for stretcher and stretcher carriers 

IS : 4266-1967 Specification for lockers, bedside 

IS : 4267-1967 Specification for stands, wash hand basin 

IS : 4458-1967 Specification for screens, bedside 

0.4 In preparing this standard assistance has been derived from B.S. 2854 : 
1957 ' Specification for soiled linen trolleys ' issued by the British Standards 
Institution. 

0.5 In some of the clauses of this standard, reference has been made to 
IS : 4033* and IS : 4034t which are under preparation. Until these stand- 
ards are published, the requirements in such clauses shall be subject to 
agreement between the concerned parties. 

♦General requirements for hospital furniture ( under preparation). 
■f Specification for castors for hospital equipment ( under preparation ). 
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0.6 Suggestions relating to cotton canvas for making bags for trolleys are 
given in Appendix A. 

0.7 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, express- 
ing the result of a test or analysis, shall be rounded off in accordance with 
IS : 2-1960*. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 



1. SCOPE 

1.1 This standard specifies the requirements of single-bag soiled linen 
trolleys used in hospitals and other sinular institutions. 

2. MATERIAL 

2.1 Framework — shall conform to 2.1 of IS : 4033t. 
2JS Castors — shall conform to IS : 4034$. 

3. SHAPE AND DIMENSIONS 

3.1 The shape of the soiled linen trolley is shown in Fig. 1 and the principal 
dimensions shall be as indicated in the figure. The dimensions of the bag 
are also given therein. The tube used shall be 1'22 mm thick; the 
minimum outside diameter for various portions of the framework being as 
follows: 

Component Minimum Outside Diameter 





mm 


Ring 


15-88 


Vertical members 


25-40 


Y-support 


15*88 



4. MANUFACTURE 

4,1 Framework — The framework shall comprise three vertical tubes, 
flattened at their upper ends and welded to the ring, the flattening being 
arranged to form a recess external to the framework to retain the draw 
string of the bag. Near their lower ends the vertical tubes shall be joined 
to a Y-shaped support. 

♦Rules for rounding off numerical values ( revised ). 

fGcneral requirements for hospital furniture ( under preparation ). 

tSpccification for castors for hospital equipment ( wider preparation ). 
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460 OIA 




DETAIL 



SIZE OF BAG 760 x 480 DIA 

All dimensions in millimetres. 

Fig. 1 SoBLED-LiNEN Trolley, Single Bag 
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4i2 Castors — Each trolley shall be provided with three castors 100 mm 
in diameter. The rest of the details shall conform to 4.2 of IS : 4033*. 

4.3 Canvas Bag — The bag shall be made with lapped seams along each 
join, the seams being double sewn with glace cotton thread of 60 tex{3 
(or 10s/ 3) count, having minimum single thread breaking load (50cm 
gaug^ length ) of 4- 1 kg. The opening of the bag shall have a 40-mm 
hem and two 75-mm vents, one on vertical seam and other directly 
opposite; the end of each vent shall be reinforced. The hem shall be 
threaded with braided draw string not less than 10 mm in circumference. 

5. WORKMANSHIP AND FINISH 

5,1 Workmanship and finish shall conform to 5 of IS : 4033*. 

6. MARKING 

6.1 The marking shall be as specified in 7 of IS : 4033*. 

7. PACKING 

7.1 The packing shall be as specified in 8 of IS : 4033*. 



APPENDIX A 

( Clause 0.6 ) 
CANVAS FOR BAGS 

A-1. No requirements for canvas have been included in this standard as it 
is considered that the choice of material for bags should rest with the 
purchaser. However, it is desirable that the bag shall be made of shrunk 
cotton canvas ( waterproofed ) having a minimum weight 605 g/m^. 



•General requirements for hospital furniture ( under preparation ). 
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